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1930483 X-CALEDONIA ARMOIRE-WN (X-ARMOIRE CALEDONIE-NO YER) 
1930470 X-CALEDONIA ARMOIRE-CG (X-ARMOIRE CALEDONIE-COGNAC) 

Parts list (Pieces) 



Bottom Unit Assembly 


Assemblage de V unite inferieure 


lx 


Fluted Feet 


Pieds fuseles 


4x 


Top Unit Assembly 


Assemblage de V unite superieure 


lx 


Video Stand Assembly 


Assemblage du support video 


lx 


Clothes Rod 


Tringle a vetements 


lx 



Please make sure that you have all the parts 
indicated before you begin assembly of this item. 
This item should be assembled on a soft surface 
to prevent scratching the finish during assembly. 

This item may require periodic tightening. 



S'assurer d'avoir toutes les pieces et la quincaillerie enumerees 
ci-dessus avant de proceder a Vassemblage. 
Cet article doit etre assemble sur une surface lisse afin d'eviter 
de Vabimer au cours de Vassemblage. 

Cet article pent necessiter un resserrement periodique. 



Hardware Illustration (Illustrations de la quincaillerie) 
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1. Please remove the unfinished stretcher on the bottom of the 
top unit assembly. This piece is for packaging purposes only. 

2. If there is gap between the door and top panel, please adjust 
the levelers on the bottom of the fluted feet. 

NOTE : 



1. Retirer la traverse non finie situee sous I'unite superieure. 
Cette piece sert uniquement lors de I'emballage. 

2. Si un espace apparaissait entre les portes et le panneau du 
dessus, ajuster les patins reglables situes sous les pieds fuseles. 
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